THE HIRAM WALKER HISTORICAL MUSEUM P28440 
Windsor, Ontario, Canada 

Installed in the old Francois Baby House, the 

5 earliest brick house in the Northwest, dating back 

oto 1811. The Baby House was restored by Hiram 


3 Walker and Sons and depicts early life in the 
3 district. 
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